Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



CONFIDENTIAL 
PAGE 01 STATE 146996 
63 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-11 NSAE-00 RSC-01 TRSE-00 

EUR-25 AEC-11 ISO-OO MC-02 ACDA-19 /070 R 

DRAFTED BY COMMERCE/OEA:MKRAVETZ:MAR 
APPROVED BY EB/ITP/EWT: JMGREGORY, JR. 

RPE 

048078 

P 082343Z JUL 74 

FM SECSTATE WASHDC 

TO USMISSION OECD PARIS PRIORITY 

CONFIDENTIAL STATE 146996 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, US, UR 

SUBJECT: US ACETIC ACID PLANT TO USSR - IL 1 131/42/33, 

1670, AE 8 

REFS: A. COCOM DOC(74)1020 

B. COCOM DOC(74) 1082 

C. OECD PARIS 15581 

RE GERMAN QUESTIONS PARA 5, REF. B, WE AGREE WITH THE 
GERMAN DEL THAT IL 1670 IS SUPPOSED TO COVER ONLY SEMI- 
FABRICATED FORMS OF TANTALUM AND NOT REACTORS, CONDENSERS, 
OR HEAT EXCHANGERS WHICH ARE MADE OF OR LINED WITH TANTA- 
LUM. HOWEVER, IL 1670 WAS CITED IN THIS PROPOSED EXPORT 
TO COVER SPARE TANTALUM TUBES ASSOCIATED WITH THESE SPECIFIC 
ITEMS AND WAS NOT INTENDED TO INCLUDE COMPLETELY FABRICATED 
UNITS. THERE SPARE TUBES WOULD FALL UNDER IL 1670. THE 
SPARE TANTALUM TUBES WERE BEING SHIPPED TO REPLACE ANY THAT 
MIGHT HAVE BEEN DEFECTIVE OR DAMAGED DURING SHIPPING OR 
INSTALLATION AND ONLY THESE SPARES ARE COVERED BY IL 1670. 
THEREFORE, PARA. 1 D. IN REF. A SHOULD READ, "SPARE TUBES 
FOR UNEMBARGOED TYPE EA 1403 PROMOTER REACTOR CONDENDSER 
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AND SPARE TUBES FOR ONE TYPE EA 1404 PROMOTER SUBCOOLER." 
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RE PARAS l.E. AND 3.E., DC- 1403 IS CORRECT NUMBER FOR 
PROMOTER REACTOR. RE PARA. 3.F., "A BSIC DESIGN" SHOULD 
READ "BASIC DESIGN". SISCO 
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